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ODP-83-817 
18 July 1983 


MEMORANDUM FOR: Chief, Supply Management Branch, 
Supply Division, OL 


THROUGH : Chief, Automatic Data Processing and Engineering 
Branch, Procurement Division, OL 


Chief, Management Staff, oppy 


ontracting icer 


Consolidated SAFE Project Office, 
Special Projects Staff, ODP 


SUBJECT: Disposition of Excess SAFE Burroughs ADP 
Equipment 


1. This memorandum requests four of the SAFE (Support for the 
Analysts' File Environment) Project's excess Burroughs computer 
systems, which are returning Government-Furnished Equipment (GFE) 
under TRW Contract 79B353800, be released to the General Services 
Administration (GSA) for placement in another Government agency. 
Property-Turn-In requests (forms 1707) are attached. 


BACKGROUND 


2. TRW, the Consolidated SAFE Project development contractor, 
awarded a contract to Burroughs Corporation in 1980 to provide the 
SAFE hardware. In mid-1982, the Director of Central Intelligence 
and the Director of the Defense Intelligence Agency (DIA), upon 
the recommendation of an interagency audit team, redirected the 
SAFE development effort to a less risky approach. The new 
approach builds upon the existing software of CIA's operational 
Interim SAFE. capability. Interim SAFE runs on IBM-compatible 


hardware and, therefore, the Burroughs systems are excluded as 


potential SAFE hosts. TRW was directed to terminate the Burroughs 
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Corporation contract to provide the SAFE hardware and return the 
acquired Burroughs ADP systems to the Government for disposition. 


3. The final settlement of the TRW-Burroughs contract was 
negotiated in January 1983. This has resulted in a transfer from 
TRW inventory to Government-owned inventory of ten SAFE Project 
B6900 computers and one dual B7800 computer. The final settlement 
agreement also committed the Government to a "best effort" attempt 
to place the excess SAFE inventory within the Intelligence 
Community (IC). This placement effort has been active since 
mid-1982, shortly after the redirection, and has resulted in the 
the placement of seven of the available eleven systems. The "best 
effort" IC placement obligation imposed upon the Government by the 
terms of the negotiated settlement with Burroughs Corporation is 
now satified and the remaining unplaced Burroughs systems can be 
made available to GSA for disposal. 


4, Please request GSA to announce the availability of the 
systems through their ADP resources reutilization program. Three 
of the four unplaced Burroughs systems are currently being stored 
in a commercial storage facility in the Los Angeles vicinity 
awaiting disposition. These systems were utilized for only a 
short period of time and are in essentially new condition. 
Burroughs Corporation has not made delivery of the fourth system 
which is currently located at their Paoli, Penn. facility. 
Because the four systems are in storage, they will not be 
available for viewing prior to their transfer to other Government 
agencies. 


5. The equipment sanitization certification of the three 
systems located at the Torrance, California facility has been 
completed by the Information System Security Group of the Office 
of Security and will be provided to Supply Management Branch upon 
receipt. The system at Paoli, Penn. has never been utilized by 
TRW or the Government and need not be certified. 
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6. Because the commercial storage charges for the equipment 
are approximately $3,000 per month, expeditious handling of this 
action is requested. Thank you for your help on this matter, if STAT 
there are further questions, please do not hesitate to call me on : 
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STAT opp/MSf_— sd. 8 Jul y83) BLOG(VM) 


DISTRIBUTION: 


Addressee w/att 

1 - C/ADP&EB/PD/OL  w/att 
- C/MS wo/fatt 

- C/LOG/ODP w/att 

- D/ODP wo/att 

- C/SPS wo/fatt 

- C/P&PG wo/att 
CO/CSPO/SPS w/att 

- ODP Registry wo/att 
- MS Chrono wo/att 

- SPS Chrono wo/att 

- SAFE Excess Equipment Burroughs (MS Subject File) w/att 
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NOTE: SPECIAL | INSTRUCTIONS PICK-UP DATA _ 


ROOM NUMBER AND BUILDING es -STAT 


1, Sfecility code for each item must be shown. 
2. Reference the original DCN for items being returned from ‘‘on loan". 


3. Provide necessary information in remarks section below to insure safe 
handling and economical disposition of all items. 


To BE COMPLETED OEPOT/SMB 


NOMENCE ATURE BY TURN-IN OFFICE ACTION 


QUANTITY ~ i COND. CODE | QUANTITY 


Burroughs B6930 MINIComputer 


System with Standard Features, 1 EA 
SN #109398503 TER: SORE aes kos 
2 ae . 0. _| STAT 
Disk Controller, B9387-44, ae aed : i 
2 consisting of B6389-2 Controller, 1 
SN 142261965, and B7387-2 as ae a = Ses 
: __ | SN 142247402 = Qore:: TAT 
Data Bank, B9494- 41 QUANTITY . QUANTITY 
3 SN 195986385 1 


STER. CODE S-A-C 

os ba STAT 

Dual Disk Pack Increment, QUANTITY UNIT COND. CODE QUANTITY 

B9484-51 1 
SN 195978952 | BEEN HUE oae 
L\ 


PL 
, UNIT 


— -—--_ | en 
Magnetic Tape Controller, ee 
B9499-52 1 


f~\ 
COND. CODE QUANTITY 


STAT 


SN 101608149 STER. CODE 


Magnetic Tape Unit, B949 5-82, QUANTITY UNIT COND. cope | QuaNTITY 
1600 BPI, SN 101110682, 2 
101110674 STER. CODE S-A-C 
Goat eh teat sss Osean h tO alee’ a aed A 
QUANTITY UNIT COND. CODE | QUANTITY 


Line Printer, B9247-14, 1 


SN 780593004 STER. CODE 8.8. CODE S-A-C 
i aa eres ened 


SREMARKS BY INITH ATING OFFICE: (include information on condition of each item, recommendation for additional uae, apecial security conelderationa, etc.) 


Internal System 
All items in new condition ID: Poo] STAT 


c= DEPOT — CLASSIFICATION REPAIR:AND DISPOSAL SECTION 


OATE EXCEPTIONS AND/OR REMARKS 
24 ; TECHNICAL INSPECTION 
BOATE fINSPECTED BY 
aE: “SUPPLY MANAGEMENT BRANCH — DISPOSITION INSTRUCTIONS SE ee 
DISPOSITION APPROVED — 5D/3MB APPROVED FOR DISPOSAL [CS ENTRY/TRANSFER DATA 
DATE : RECEIVED BY *RASF6Ve For Release 2005/08/02 : CIA-RDP90-00992R000100090001-1 
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RESPONSIBLE OFFICER APPROVING OFFICER (if required) OFFICE TELEPHONE L.COST CENTER 


NOTE: SPECIAL INSTRUCTIONS PICK-UP DATA 
= i‘ “~* * ROOM NUMBER AND BUILDING ;- rt 


1. Sterility code for each item must be shown. 


2. Reference the original DCN for items being returned from ‘‘on loan'’. 


3, Provide necessary information In remarks section below to insure safe PERSON TO CONTACT : TEL EPHONE 
handling and economical disposition of all items. 


{TEM TO BE COMPLETED DEPOT/SM8 
NO STOCK NUMBER NOMENCLATURE BY TURN-IN OFFICE ACTION 
. et a BS ne <a “P QUANTITY. ~ | conv. cope | Quantity | 
//LAST ITEM// 
STER. CODE | UNIT PRICE 3.5. CODE S-A-C 
wee, ae ohne oe oe ~~ T Quantity COND, CODE | Quantity 
STER. CODE UNIT PRICE 5.8. CODE S-A-C 


It has been determined that ADB 
items I- / shouzd be declare 


QUANTITY UNIT COND. CODE| QUANTITY 


. STER. CODE | UNIT PRICE 8.5, CODE S-A-€ 
5 Sy excess to Agency needg. 
Aff l 
QUANTITY conD. cope | quantity 
— = 
1ef, Managenh@ht Sta ODP 

STER. CODE UNIT PRICE S-A-¢ 

—_ Sao me QUANTITY COND. CODE | QUANTITY 

STER. CODE UNIT PRICE S-A-C€ 

QUANTITY COND. CODE | QUANTITY 

STER. CODE UNIT PRICE 3.8. CODE S-A-¢ 

QUANTITY COND. Cope | QUANTITY 


STER. CODE UNIT PRICE ae S-A-C 


REMARKS BY INITIATING OFFICE: (include information on condition of each item, recommendation for additional uee, apecial security considerations, etc.) 
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DATE RECEIVING OFFICER EXCEPTIONS AND/OR REMARKS 
ses TECHNICAL INSPECTION 
DATE INSPECTEO BY REMARKS 
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NOTE: SPECIAL INSTRUCTIONS PICK-UP DATA STAT 


ROOM NUMBER AND BUILDING 


1. Sterility code for each item must be shown. 


2. Reference the original DCN for items being returned from ‘‘on loan'’. 


3, Provide necessary Information in remarks section below to insure sofe 
handling and economical disposition of all items. 


STOCK NUMBER NOMENCLATURE ay SAPINIBo EEE ree ea 
Burroughs B6930 MINIComputer wept saci cde) eae cey 
System with Standard Features, 1 EA 
SN #109414623 STEER. CODE UNIT PRICE S.S. CODE S-A-C 
Disk Controller, B9387-44, er ae PEE OE SaaS 
consisting of B6389-2 Controller, bi 
STER. CODE 5.3. CODE S-A-C 


SN 142266253, and B7387-2 Exchange 
SN LE 2 261080: ocr os de oh a 
Data Bank, B9494-41, 


QUANTITY COND. CODE QUANTITY 


SN 195986708 1 
Sena Nen! 0 
Magne tic Tape Controller, BI49 9-51, QUANTITY COND. CODE QUANTITY 
SN 101603223 including B9499-10 1 
Electronic Exchange STER. CODE S-A-e 


0 


QUANTITY 


: 


STER. CODE 


COND. CODE | QUANTITY 


Magnetic Tape Units, B9495-82, 
1600 BPI, SN 101094670, 
101093995 


S-A-C 


QUANTITY COND, CODE QUANTITY 


1 


STER, CODE 


0 


QUANTITY 


unis son ali rae 


REMARKS BY INITIATING OFFICE: (include information on condition of each item, recommendation for additional use, special security considerations, etc.) 


Internal System 
All items in new condition ID: ane STAT 


Line Printer, B9247-14, 
SN 780992004 


S-A-C€ 


COND. CODE QUANTITY 


T_- DEPOT — CLASSIFICATION REPAIR: AND DISPOSAL SECTION 
JOATE RECEIVING OFFICER EXCEPTIONS AND/OR REMARKS 


TECHNICAL INSPECTION 


INSPECTEO BY REMARKS 


DATE 
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< elease 2005/08/02 : CIA-RDP90- 0099280044 00900 0-b2fr ROL. NUMBER 
soul Vea Ea er ease BOaHERT Peewee ea peqeraa! 


"RESPONSIGLE OFFICER | APPROVING OFFICER (if required) ee TELEPHONE CosT CENTER 


NOTE: SPECIAL “INSTRUCTIONS PICK-UP DATA 
eens eT ROOM NUMBER AND BUILDING 


1. Sterility code for each item must be shown. 


2. Reference the original DCN for items being returned from ‘‘on loan 


3. Provide necessary information in remarks section below to insure safe PERSON TO CONTACT TEL EPHONE 
handling and economical disposition of all items. 


TO 8E COMPLETED DEPOT/SMB 
BY TURN-IN OFFICE ACTION 


QUANTITY COND. CODE QUANTITY 


{TEM 
NO. 


NOMENCLATURE 


STOCK NUMBER 


It Has: een: determined that ADP 
e declared 


STER. CODE UNIT PRICE S.9. CODE S-A-€ 

QUANTITY COND. CODE QUANTITY 
Staff£f/ODP 

STER. CODE UNIT PRICE ‘Ss. 5. cove S-A-C 


COND. CODE | QUANTITY 


QUANTITY 


STER, CODE | UNIT PRICE S-A-¢ 
ao = - QUANTITY COND. cope | QUANTITY 
STER. CODE UNIT PRICE S-A-C 
7 QUANTITY | COND, CODE | QUANTITY 
STER, CODE UNIT PRICE S-A-C 
ne QUANTITY COND. CODE | QUANTITY 
STER. CODE UNIT PRICE 8.8. CODE S-A-C 
QUANTITY COND. Cope | QUANTITY 


BTER. CODE UNIT PRICE ea! BeA-C 


REMARKS BY INITIATING OFFICE: (include information on condition of each item, recommendation for additional use, special security considerations, etc.) 


et A SR A TEE PA A TEE EE A RN EN, 


DEPOT — CLASSIFICATION REPAIR AND DISPOSAL SECTION 


OATE RECEIVING OFFICER EXCEPTIONS AND/OR REMARKS 


pee SS NER ee Bo EVE TECHNICAL INSPECTION 


OATE INSPECTED BY REMARKS 


eee SUPPLY MANAGEMENT BRANCH — DISPOSITION INSTRUCTIONS 


ICS ENTRY/TRANSFER DATA 


APPROVEDO FOR O!8PO SAL 


DISPOSITION APPROVED — 80/5MB 
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FORM 4707 USE PREVious ; ) 


STAT sage 1 of 
Ez, Aine re vad ae BI2 : CIA-RDP90-0009 R60) POSODTOODAT ROL. munwen : 
ear ; | __ | 6057-83154=18% = STAT 
DATE cast CENTER 
re ee 65-6201 


NOTE: SPECIAL INSTRUCTIONS PICK-UP DATA S l A I 


a ‘ ROOM NUMBER AND BUILDING 
1. Sterility code for each item must be shown. 


‘2, Reference the original DCN for items being returned from “‘on loan’'. 


3. Provide necessary information in remarks section below to insure safe 
handling and economical disposition of all items, 


STOCK NUMBER NOMENCLATURE has SARS EEICL gee er 

Burroughs B6930 MINIComputer cee inca (indi 
System with Standard Features, 1 

SN 109417220 STEER, CODE UNIT PRICE 3.8. CODE S-A-C 

pte aha STAT 
Disk Controller, B9387-44, poet aaa gs 
consisting of B6389-2 Controller, 
STER. CODE §.3. CODE S-A-C 


SN 142266345 and B7387-2 seeeeeede 
: 142261114 — seve cfiamteeaeeybe TEES sb 
Data Bank, B9494-41, coed 
SN 195986716 By 
STER. CODE 
0 


QUANTITY 


1 


COND. CODE | QUANTITY 


S-A-C 


OND. CODE QUANTITY 


Dual Disk Pack Increment, 
B9484-51, SN 195979307 


0 \ 
Magnetic Tape Controller, B9499-51,; “**"™ quANTITY 
SN 101603207, including B9499~-10 


Electronic Exchange 


OND, CODE QUANTITY 


Magnetic Tape Unit, B9495-82, 
1600 BPI, SN 101094647, 
101093987 


B-A-C 


OND. CODE QUANTITY 


Line Printer, B9247-14, 
SN 156102741 

STER. CODE 
//LAST ITEM// 0 
REMARKS BY INITIATING OFFICE: (include infonnation on condition of each item, recommendation for additional use, special security coneiderationa, etc.) 


Internal System 
All items in new condition STA 


BS-AC 
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TECHNICAL INSPECTION 


DATE TINSPECTED BY : REMARKS’ 
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AVejelde ) OD Kebett 16 S aTa ateyia WE et ne PP 


HEADQUARTERS PROPERTY TURN-IN DOCURENT 


NN = 
=ESPONSIBLE OFFICER APPROVING OFFICER (if required) | DATE 
See eee ee ENON 


NOTE: SPECIAL INSTRUCTIONS PICK-UP DATA 


. ROOM NUMBER ANDO BUILDING 
", Sterility code for each item must be shown. 


. Reference the original DCN for items being returned from ‘‘on loan’'. 


TELEPHONE 


PERSON TO CONTACT 


“, Provide necessary information in remarks section below to insure safe 
hondling and economical disposition of all items. 


DEPOT/SM8 


TEM TO BE COMPLETED 


STOCK NUMBER NOMENCLATURE BY TURN-IN OFFICE ACTION 
~ ~ t “QUANTITY COND, CODE QUANTITY 
It has been determined that ADP 
items ould b declared STER. CODE UNIT PRICE $.8. CODE S-A-c 
excess to 
Poesy QUANTITY COND. CODE QUANTITY 
5 
he at 
2 STER. CODE UNIT PRICE 5.5. CODE S-A-€ 


COND. CODE| QUANTITY 


etl ~ 


QUANTITY 


STER. CODE UNIT PRICE 


QUANTITY. COND. CODE QUAN TITY 
STER, CODE UNIT PRICE 8.8. CODE S-A-CT 
= > : i QUANTITY. COND. CODE | QUANTITY 
F 
STER. CODE UNIT PRICE S-A-C 


COND. CODE QUANTITY 
ne 


COND. CODE QUANTITY 
aie a 


REMARKS BY INITIATING OFFICE: (include information on condition of each item, recommendation for additional use, special security conaiderations, etc.) 


QUANTITY 


STER. CODE UNIT PRICE 


QUANTITY 


eo Se DEPOT — CLASSIFICATION REPAIR AND DISPOSAL SECTION 
DATE ‘RECEIVING: OFFICER EX CEP TIONS AND/OR REMARKS 
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REMARKS 
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[INSPECTED BY 


APPROVED POR DISPOSAL 


x - rd sated 
OATE ; DISPOSITION APPROVED ~ 80/SM8 ICS ENTRY/TRANSPER DATA 
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NOTE: SPECIAL INSTRUCTIONS PICK-UP DATA i 

- ~— ROOM NUMBER AND BUILDING 4 coe 
Burroughs Corporation 

2. Reference the original DCN for items being returned from ‘‘on loan''. Paoli 2 Pennsy lvania 


TO BE COMPLETED DEPOT/SMB 
BY TURN-IN OFFICE ACTION 


1. Sterility code for each item must be shown. 


3. Provide necessary information in remarks section below to insure sofe 
handling and economical disposition of all items. 


STOCK NUMBER NOMENCLATURE 


QUANTITY | COND. cope | QUANTITY 


System with all Standard Features, 1 


SN 109548214 ER TORE a 
a ee . : | STAT 
IC Memory Module, B6007, 786KB iene ERE nd | NQUANTOTY 
4 
STER. CODE 5.8. CODE S-A-C 
Memory Expansion Adapter, B6007-1 _ “QUANTITY conn, cope | Quantity 
1 
STER. CODE S-A-C 
0 
erm a Icc Adapter, A150, with I69-A 1/F QUANTITY OND. CODE | QUANTITY 


ua 


STER, CODE 
’ 0 


QUANTITY 


S=-A-C 


OND. CODE QUANTITY 


STEER. COOE S-A-C 


Buz 


QUANTITY 


OND, CODE | QUANTITY 


Network Support Processor Memory, 
32KB, B6369-1 1 
STER, CODE 


eines _0 


QUANTITY 


S-A-C 


OND, CODE QUANTITY 


Disk Controller, B9387-44, | 
including Exchanges 1 


SN 142295666 
0 


REMARKS BY INITIATING OFFICE: (include information on condition of each item, recommendation for additional uee, special security conaliderationa, etc.) 


Internal Burroughs 
All items in new condition System ID: EMP~2 
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DEPOT — CLASSIFICATION REPAIR AND DISPOSAL SECTION 


EXCEPTIONS ANO/OR_ REMARKS 


RECEIVING OFFICER 


TECHNICAL INSPECTION 


INSPECTED BY 


SUPPLY'MANAGEMENT BRANCH ~ DISPOSITION INSTRUCTIONS ees 


DATE ; OISPOSITION APPROVED — 85D/5mMB 
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APPROVED FOR 015P0 SAL ICS ENTRY/TRANSFER DATA 


CHIEF, SUPPLY DIVISION, OL 


FORM TIN? USE fREvious qa) 


RESPONS! BLE OFFICER. aia = APPROVING OFFICER (if required) 


NOTE: SPECIAL INSTRUCTIONS 


ROOM NUMBER AND BUILDING | 


1, Sterility code for each item must be shown. 


2. Reference the original DCN for items being returned from ‘‘on loan"’. 


3. Provide necessary information in remarks section below to insure safe PERSON TO CONTACT — TELEPHONE 
handling and economical disposition of all items. 


TO BE COMPLETED DEPOT/SMB 
STOCK NUMBER NOMENCLATURE BY TURN-IN OFFICE ACTION 
- ~ ra 7 _ Me irc eee lag Te et ee paket ee oe “QUANTITY a UN tT : COND, CODE Qu ANTITY oF 
DataBank, B9494-44, 1608MB° 
eee Cee EA 
STEAR, CODE UNIT PRICE §.S. CODE S-A-C 
cai eae ae Disk Data Link Processor oe ~ P QuaNTiTy COND. CODE | “Quantity 
' 
B6304-90, (ICC I/F) 1 
STER. CODE | 5.5. CODE S-A-c 
Bhs 0 : z 7 
. , , QUANTITY CONDO. CODE QUANTITY 
Terminal Display, MT983, with | 
Alpha Keyboard, TP110 4 
STER. CODE S-A-C 
— 7 7 0. | 
QUANTITY COND. CODE QUANTITY 
//LAST ITEM// STER. CODE UNIT PRICE ‘S-A-C 
~ ets co SPER eee ay Py OT me ra iP QUANTITY _ COND. CODE QUANTITY 
STER. CODE UNFIT PRICE S-a-€ 
Tt has been determin da that ADP “QUANTITY COND. CODE | QUANTITY 
A uld/be declared 
STER. cope UNIT PRICE S-A-C 
DATE 
a QUANTITY — COND. Cope | QUANTITY 


STER. CODE 


mee (eae = 


REMARKS BY INITIATING OFFICE: (include information on condition of each item, recommendation for additional use, special security considerations, etc.) 


DEPOT. — CLASSIFICATION REPAIR AND DISPOSAL SECTION 
{EXCEPTIONS AND/OR REMARKS 


‘RECEIVING OFFICER 


TECHNICAL INSPECTION 


INSPECTED BY 


SUPPLY MANAGEMENT. BRANCH: — DISPOSITION INSTRUC TIONS 


APPROVED FOR. DISPOSAL 


‘DISPOSITION. APPROVED ~— 8D/sMB. 


1CB ENTRY/ TRANSFER DATA 
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